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The  Donations  are  indicated  by  *. 

Academy.    Transactions  of  Academies,  Societies,  S^c. 
Transactions  of  the  Phrenological  Society.  8vo. 

Land.  1824 

*Proceedings  of  the  Linnean  Society.  Svo.         ib.  1838-48 

*Proceedings  of  the  Yorkshire  Philosophical  Society.  Vol.  1. 
8vo.  ib.  1855 

*Transactions  of  the  Medical  and  Physical  Society  of  Bombay. 
New  Series.    Vol.  1.  8vo.  Bombay,  1853 

♦Smithsonian  Contributions  to  Knowledge.    Vol.  6.  4to. 

Washington,  1854 

♦Smithsonian  Reports.    No.  VII.  8vo.  ib.  1853 

♦Directions  for  collecting,  preserving,  and  transporting  spe- 
cimens of  Natural  History,  prepared  for  the  use  of  the 
Smithsonian  Institution,  second  edit.  Svo.         ib.  1854 

Congres  Scientifique  de  France.   9"°^  Session,  2  tomes.  8vo. 

Lyon,  1832 

Histoire  et  M^raoires  de  1' Academic  Royale  des  Sciences  de 
Toulouse.    2  tomes.  8vo.  Toulouse,  1827-30 

Bulletins  de  la  Soci^t^  Anatomique  de  Paris.  8vo. 

.  Paris,  1854-5 
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Academy. 

Comptes  Rendus  et  Meinoires  de  la  Socidte  de  Biologic  de 
Paris.  8vo.  Paris,  1849-55 

Recueil  des  Travaux  de  la  Socii^te  Medicale  de  Geneve.  8vo. 

Geneve,  1853 

*Atti  della  Accademia  di  Scienze  e  Lettere  di  Palermo,  nuova 
serie.    Vol,  1.  4to.  Palermo,  1845 

*Abhaiidlungen  herausgegeben  von  der  Senckenbergischen 
Naturforschenden  Gesellschaft.  4to.  Fraiikf.  1854 

Annalen  des  Charite  Krankenhauses  und  der  ubrigen  Kon. 
Med.-Chir.  Lehr-  und  Kranken-Anstalten  zu  Berlin.  8vo. 

Berlin,  1850-5 

Verhandlungen  der  Physicalisch-Medicinischen  Gesellschaft 
in  Wijrzburg.  8vo.  Erlangen,  1850-5 

Verhandlungen  der  Gesellschaft  fiir  Geburtshiilfe.  8vo. 

Berlin,  1846-53 

*Forhandlingar  vid  Svenska  Lakare-Sallskapets  samrnank- 
omster.  8vo.  Stockholm,  1854 

*Berattelse  cm  Undervisningen  vid  K.  Caroliniska  Medico- 
Chirurgiska  Institutet.  8vo.  ib.  1854 

Adams  (J.  M.).    Tubercle  of  the  Brain  in  Children  :  Diss. 
Inaug.  8vo.  Glasgow,  1846 

*Adams  (Wm,).  A  Disquisition  on  the  Stone  and  Gravel. 
fourth  edition.  8vo.  Lond.  n.  d. 

*Addison  (Thomas,  M.D.).  On  the  Constitutional  and 
Local  Effects  of  Disease  of  the  Supra-Renal  Capsules. 
4  to.  Lond.  1855 

*Agustini  (Ant.,  M.D.).  Stranguria  quae  Venerea  dicitur, 
Mercurii  aliquando  esse  potest  effectus.  12mo. 

Venetiis,  1763 

*Albinus  (Bernhardus).    Collegii  Practici  Dictata.  MS. 
4to.  1728 
Alder  (J.)  and  A.  Hancock.   A  Monograph  of  the  British 
Nudibranchiate  Mollusca  ;  with  figures  of  all  the  Species. 
4to.    Printed  for  the  Ray  Society.  Lond.  1845-54 

Alderson  (James,  M.D.).    On  the  Pathology  and  Treat- 
ment of  Acute  Rheumatism  {Lumleian  Lectures).  8vo. 

ib.  1853 

*Allarton  (George).  Lithotomy  simplified :  or  a  new 
method  of  operating  for  Stone  in  the  Bladder :  to  which 
is  added  a  case  of  Csesarean  Section.  8vo.  ib.  1855 


Allen  (M.,  M.D.).    Essay  on  the  Classification  of  the 
Insane.  8vo.  Lond.  1833 

 versus  Dutton. 


Allnatt  (R.  H.,  M.D.).  Tic  Douloureux  and  other  Ner- 
vous Affections  :  their  seat,  nature  and  cause,  with  Cases. 
12mo.  ib.  1841 

Analekten.  Analekten  iiber  Kinderkrankheiten,  Bande  4. 
8vo.  Stuttg.  1834-7 

Anatomy.    An  Act  for  regulating  Schools  of  Anatomy.  4to. 

Lond.  1832 

 .    Hints  respecting  Human  Dissections.  8vo. 

ib.  1795 

Ancell  (Henry).  A  Treatise  on  Tuberculosis,  the  Con- 
stitutional Origin  of  Consumption  and  Scrofula.  8vo. 

ib.  1852 

♦Anderson  (J.,  M.D.).  A  Practical  Essay  on  the  good 
and  bad  Effects  of  Sea- water  and  Sea-bathing.  8vo. 

ib.  1795 

Andry  (Prof.).  Si  I'Homme  tire  son  origine  d^un  Ver? 
These.  12mo.  Paris,  1705 

*  Apothecaries.  Lists  of  Persons  who  have  obtained  Certifi- 
cates of  their  fitness  and  qualifications  to  practise  as 
Apothecaries.  8vo.  Land.  1815-53 

*Army  (The  British).  Personel  and  Materiel  of  the  Medical. 
Department  of  the  Army  of  30,000  men,  ordered  to  Tur- 
key under  command  of  Lord  Raglan.  12mo.       ib.  1854 

Arnaldus  a  Villanova.  Consilium  de  salubri  horten- 
tium  usu.  12mo.  Lutetia,  1572 

Arnaud  (Geo.).  Some  useful  observations  on  Aneurisms. 
8vo.  n.  d. 

Arnold  (J.  W.).  Das  Erbrechen :  die  Wirkung  und 
Anwendung  der  Brechmittel.  8vo.  Stuttgart,  1840 

*Arnott  (James,  M.D.).  The  Question  considered:  Is  it 
justifiable  to  administer  Chloroform  ?     8vo.   Lo^ic/.  1854 

*Arnott  (Neill,  M.D.).  On  the  Smokeless  Fire-place, 
Chimney-valves,  and  other  means,  ola  and  new,  of 
obtaining  Healthful  Wurmlh  and  Ventilation.  Svo. 

ib.  1855 
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AsiiBURNER  (J.,  M.D.).    On  Dentition  and  some  coin- 
cident Disorders.  12mo.  Lond.  1834 

*AsHTON  (T.  J.).    A  Treatise  on  the  Diseases,  Injuries,  and 
Malformation  of  the  Rectum  and  Anus.  8vo.      ib.  1854 

—  .    A  Treatise  on  Corns,  Bunions,  and  Ingrowing  of 

the  Toe  Nail.  Svo.  ib.  1852 

AuBERT  (L.,  M.D.).    De  la  Peste,  ou  Typhus  d'Orient, 
suivi  d'un  Essai  sur  I'Hachisch.  8vo.  Paris,  1840 

AuDEBERT.    Vide  Chavassien. 

*AuziAS-TuRENNE.    Cholera  and  its  Treatment,  translated 
by  F.  Bateman.  12mo.  Lond.  1849 

Ayre  (J.,  M.D.).     A  Report  on  the  Treatment  of  the 
Malignant  Cholera  by  small  doses  of  Calomel.  Svo. 

ib.  1852 


B. 

*g  *  *  *  (M.).  Observations  sur  I' Alkali  Fluor  Amraonia- 
cal.  8vo.  Paris,  1778 

*Babbage  (Charles).  Of  the  Constants  of  the  Natural  Class 
Mammalia.  (From  Comptes  Rendus  du  Congres  de  Sta- 
tistique  reuni  a  Bruxelles.)  4to.  1 853 

*Badcock  (John).  A  Detail  of  Experiments  proving  the 
Identity  of  Cow- Pox  and  Small-Pox.  12mo. 

Brighton,  1845 

Badeley  (J.  C,  M.D.).  On  the  Reciprocal  Agencies  of 
Mind  and  Matter,  and  on  Insanity  [Lumleian  Lectures). 
Svo.  Lond.  1851 

*Baird  (S.  F.).  Descriptions  of  New  Genera  of  North 
American  Frogs.  (From  Proceedings  of  Acad,  of  Nat. 
Sci.)  Svo.  1854 

*  .    On  the  Serpents  of  New  York.  Svo. 

Albany,  1854 

*  and  C.  GiRARD.    Descriptions  of  new  Species  of 

Fishes  collected  in  Texas,  New  Mexico  and  Sonora. 
(From  Proceedings  of  Acad,  of  Nat.  Sci.)  Svo.  1854 

Ballard  (A.  B.,  M.D.).  The  Essentials  of  Materia  Me- 
dica.  Therapeutics,  and  the  Pharmacopoeias.  12mo. 

Lond.  1855 


Balling.    Kissingen,  ses  Eaux  Mini^rales  et  ses  Bains. 

12mo.  Frank/.  1839 

Ballingall  (Sir  George).    Outlines  of  Military  Surgery. 

fifth  edition.  8vo.  Edinb.  1855 

Baly  (Wm.,  M.D.)  and  W.  S.  Kiukes,  M.D.  Recent 
advances  in  the  Physiology  of  Motion,  the  Senses,  Gene- 
ration, and  Development.  8vo.  Lond.  1848 

 .  .    Vide  Report  on  Epidemic  Cholera. 

Bamberger  (H.).  Krankheiten  des  Chylopoetischen  Sy- 
stems.   (In  Virchow's  Ilandbuch.) 

*Barbarisi  (G.).  Ricerche  suUa  Corda  del  Timpano,  e  sull' 
Intermediario  di  Wrisberg.  4to.  Napoli,  1854 

*Barker  (Robert).  On  a  new  mode  of  treating  Gonorrhea. 
8vo.  Oxford,  1801 

♦Barker  (T.  H.,  M.D.).  Report  on  the  Mortality  of  Bed- 
ford. 8vo.  Bedford,  1854 

*Barnes  (R.,  M.D.).  On  Uterine  Polypus;  its  Nature, 
Detection  and  Treatment.   12mo.  Lond.  1854 

Bartels  (C.  M.  N.).  Beitrage  zur  Physiologic  des 
Gesichtssinnes.  4to.  Berol.  1834 

Bartlett  (Elisha,  M.D.).  The  History,  Diagnosis  and 
Treatment  of  Typhoid  and  Typhus  Fever ;  with  an  Essay 
on  the  Diagnosis  of  Bilious  Remittent  and  of  Yellow 
Fever.  8vo.  Philad.  1842 

Barwell  (Richard).  Asiatic  Cholera:  its  Symptoms, 
Pathology,  and  Treatment :  with  which  is  embodied  its 
Morbid  Anatomy,  general  and  minute,  by  Reinhard  and 
Leubuscher.  12mo.  Lond.  1853 

Baseilhac  (Pascal).  De  la  Taille  Laterale  et  celle  de 
I'Hypogastre,  rapportee  a  leurs  vraies  auteurs,  &c.  8vo. 

Paris,  1804 

Bastler  (A.  D.).    Die  Cholera  in  Wien.  12mo. 

Wien,  1832 

*Bauer  (Louis)  and  R.  Barthelness.  Outlines  of  the 
principles  and  practice  adopted  in  the  Orthopasdic  Insti- 
tution of  Brooklyn.  8vo.  New  York,  1854 

Bavle  (Francis).    Tractatus  de  Apoplexia.  12mo. 

Tolosa,  1677 

*Bayley  (H.  v.).    Darjeling  as  a  Sanatorium.  8vo. 

Calcutta,  1838 


*Baynes  (C.  U.).    Hints  on  MedicalJurisprudence,  adapted 
for  British  India.  8vo.  Madras,  1854 

Be  ALE  (L.,  M.D.).  The  Microscope  and  its  Apphcations 
to  CHnical  Medicine.  12rao.  Lond.  1854 

Beck  (Bernhard).    Die  Schuss-Wunden.  8vo. 

Heidelberg,  1850 

Beck  (K.  J.).    Ueber  den  Kropf.  8vo.       Freiburg,  1833 

Becquerel  (A.)  and  M.  A.  Rodier.  Traite  de  Chimie 
Pathologique  appliquee  a  la  M^decine  Pratique.  8vo. 

Paris,  1854 

*Beddoe9  (Thos.,  M.D.).     On  Factitious  Airs,  second 
edition.  8vo.  Bristol,  1795 

*  .    A  Guide  to  Self- Preservation  and  Parental  Affec- 
tion. 12mo.  ib. 

*  .    A  Lecture  on  the  Constitution  and  Management 

of  the  Human  Body.  8vo.  tb.  1797 

Belinaye  (H.).    Compendium  of  Lithotripsy.  8vo. 

Lond.  1847 

*Bell  (Thomas).    Anniversary  Address  to  the  Linnean 
Society.  8vo.  Lond.  1854 

Bennett  (J.  H.,  M.D.).  Treatise  on  the  Oleum  Jecoris 
Aselli  as  a  Therapeutic  Agent  in  certain  forms  of  Gout, 
Rheumatism,  and  Scrofula.  8vo.  '      Edinb.  1848 

Berdoe  (M.,  M.D.).  An  Essay  on  the  Nature  and  Causes 
of  Gout,  vpith  conjectures  on  the  probabilities  of  its  Cure. 
8vo.  Bath,  1772 

Bertrand  (Dr.).  A  Historical  Relation  of  the  Plague  at 
Marseilles  in  the  year  1720.  Translated  by  Anne 
Plumptree.  8vo.  Lond.  1805 

BiBRA  (F.  E.  von).  Chemische  Untersuchungen  iiber  die 
Knochen  und  Zahne  des  Menschen  und  der  Wirbelthiere. 
8vo.  Schweinfort,  1846 

BiGELOw  (Jacob,  M.D.).  A  Discourse  on  Self-Limited 
Diseases.  8vo.  Boston,  1835 

BiGSBY  (J.  J.,  M.D.).  On  Self-Supporting  Dispensaries. 
8vo.  Newark,  1832 

Bingham  (Nat.).  Observations  on  the  Religious  Delusions 
of  Insane  Persons,  &c.  8vo.  Lond.  1841 


BiNNS  (E.,  iVI.l).).  TIh!  Anatomy  of  Sleep,  or  the  Art  of 
procuring  sound  and  refreshing  Slumber  at  will.  12it)o. 

Lond.  1842 

Bird  (Golding,  M.D.)  and  C.  Brooke.  The  Elements  of 
Natural  Philosophy,  fourth  edition.  12mo.    Lond.  1854 

*Bird  (James,  M.D.).  The  Laws  of  Epidemic  and  Con- 
tagious Diseases,  and  the  importance  of  Preventive  Medi- 
chie.    An  Address.  8vo.  ib.  1854 

Bischof  (Gustav).  Elements  of  Chemical  and  Physical 
Geology.  Translated  by  Paul  and  Drummond.  8vo. 
Printed  for  the  Cavendish  Society.  ib.  1854 

BiscHOFP  (G.  W.,  M.D.).  Handbuch  der  botanischen 
Terminologie  und  Systemkunde.  3  Bande.  4to. 

Number g,  1833 

*BiSHOP  (John).  Lettsoraian  Lectures  on  the  Physical 
Constitution,  Diseases  and  Fractures  of  Bones.  12mo. 

Lond.  1855 

Blackburne  (Wm.,  M.D.).  Facts  and  Observations  con- 
cerning the  Prevention  and  Cure  of  Scarlet  Fever :  with 
remarks  on  the  Origin  of  Acute  Contagions  in  general. 
8vo.  ib.  1803 

*Blondlet  (Dr.).  On  the  Epidemical  Distemper  among 
Horned  Cattle.    From  the  French.  8vo.  ib.  1751 

Blundell  (E.  ^.j  M.D.).    Vide  Herisson. 

*BoECK  (Prof.).  Syphilisationen  studeret  ved  Sygesengen. 
8vo.  Christiana,  1853 

*  .    Syphilisationsforsog.  8vo.  ib.  1853 

*  .    Klinik  over  Hudsygdommene  og  de  syphilitiske 

Sygdomme  i  1852.  8vo.  ib.  1853 

BoisDUVAL.  et  GuENEE.  Histoire  Naturelle  des  Insectes. 
Species  General  des  L^pidopteres  (Suites  a  BufFon).  8vo. 

Paris,  1836-54 

Bois-Reymond  (E.  du).  On  Animal  Electricity.  Edited 
by  H.  B.  Jones,  M.D.  12mo.  Lond.  1852 

*BoLDERO  (Captain).  Debate  on  his  Motion  for  the  accom- 
modation of  Assistant-Surgeons  of  the  Royal  Navy.  8vo. 

''^Bombay.    Deaths  in  Bombay  1851-3.  8vo.  Bombay 

Boone  (John).    Yide  Brocklesby. 
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*BooTH  (G.  R.).    The  Choleraic  Principle  and  the  means  to 
render  the  Causes  innocuous.  Svo.  Lond,  1854 

BoucuARDAT  (A.),    Aunuairc.    Vide  Journal. 

BouissoN  (E.  F.).  Traite  theorique  et  pratique  de  la 
Methode  An^sthesique  appliqude  a  la  Chirurgie.  Svo. 

Paris,  1850 

BowERBANK  (J.  S.)-  A  History  of  the  Fossil  Fruits  and 
Seeds  of  the  London  Clay.    Part  1.  Svo.       Lond.  1840 

Brandt  (J.  F.)  und  J.  Ratzeburg.  Medicinische 
Zoologie.    2  Bande.  4to.  Berlin,  1829-33 

Braun  (Dr.).  Beitrage  zur  Urgeschichte  der  Pflanzen. 
4to. 

  (Dr.  A.).    The  Phenomena  of  Rejuvenescence  in 

Nature,  especially  in  the  Life  and  Development  of  Plants. 
Translated  by  A.  Henfrey.  Svo.  Printed  for  the  Ray 
Society.  Lond.  1853 

Brauser  (H.).  Die  Cholera-Epidemie  des  Jahres  1852  in 
Preussen.  Svo.  Berlin,  1854 

Bright  (Rich.,  M.D.).  Beobachtungen  zur  Diagnose  der 
Stelle  bei  Geschwiilsten  an  der  Basis  des  Gehirns.  (In 
Nassers  Sammlung.) 

*Brocker  (Gustav).  De  Textura,  et  Formatione  Spinarum 
et  Partium  Similium.    Diss.  Inaug.  4to.     Dorpat,  1849 

*Brocklesby  (R.,  M.D,).  An  Essay  concerning  the  Mor- 
tality prevailing  among  Horned  Cattle.  Svo. 

Lond.  1746 

*  .    CEconomical  and  Medical  Observations  from  1758 

to  1763,  tending  to  the  Improvement  of  Military  Hospi- 
tals, and  to  the  cure  of  Camp  Diseases  :  with  an  account 
by  Mr.  Boone  of  the  Climate  and  Diseases  of  Africa  upon 
the  River  Senegal.  Svo.  ib.  1764 

*Brodhurst  (B.  E.).  On  Lateral  Curvature  of  the  Spine, 
its  Pathology  and  Treatment.  Svo.  Lond.  1855 

*Brodie  (Sir  B.  C).  Addresses  to  the  Ethnological  Society, 
followed  by  a  sketch  of  the  recent  progress  of  Ethnology, 
by  R.  Cull.  Svo.  ib.  1853-4 

*  .    Psychological  Inquiries  :  intended  to  illustrate  the 

mutual  relations  of  the  Physical  Organization  and  the 
Mental  Faculties.  12mo.  ib.  1854 

*  .  second  edition.  ]2mo.  ?'Z>.  1855 
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BuoDiE  (Sir  B.C.).  Pathologische  und  Chirurgische  Beo- 
bachtungen  liber  die  Verletzungen  des  Gehirns  (in  Nasse's 
Sammlung). 

Bronn  (H.  G.)  und  J.  Kaup.  Abhandlungen  iiber  die 
Gavialartigen  Reptilien  der  Lias-formation.  4to. 

Stuttg.  1842 

Brooke  (Charles).    Vide  Bird. 

*Brookes  (W.  p.,  M.D.).  Practical  Remarks  on  the  Inha- 
lation of  the  Vapour  of  Sulphuric  Ether.  8vo. 

Lond.  1847 

*Brown  (W.  H.j  M.D.).  Synoptical  Account  of  the  effects 
of  certain  Medicines  applied  in  the  treatment  of  Asthma 
and  Consumption  on  the  principle  of  Endosmosis.  8vo. 

ib.  1844 

*Browne  (P.  a.).  Trichologia  Mammalium  :  or  a  Treatise 
on  the  organization,  properties,  and  uses  of  Hair  and 
Wool,  together  with  an  Essay  on  the  Raising  and  Breed- 
ing of  Sheep,  4to.  Philad.\Sb^ 

Bruns  (Victor).  Handbuch  der  praktischen  Chirurgie. 
Svo,  und  Atlas  in  4to.  Tubingen,  1853-4 

*Bryan  (J.,  M.D.).  An  Essay  on  Stricture  of  the  Urethra, 
with  an  account  of  the  mode  of  Cure  by  Cutting.  12mo. 

Philad.  1847 

*Bryce  (C,  M.D.).  Memoir  on  some  specialties  of  the 
Remittent  Fever  of  the  Levant,  8vo.  Lond.  1854 

Bryson  (A.,  M.D,).  An  Account  of  the  origin,  spread, 
and  decline  of  the  Epidemic  Fevers  of  Sierra  Leone  :  with 
Observations  on  Sir  W.  Pym's  Review.  12mo.    ib.  1849 

*  •    On  the  Infectious  Origin  and  Propagation  of 

Cholera.  8vo.  ib.  1851 

*Buchanan  (G.,  M.D.).  On  the  effects  of  the  Anatomy 
Act,  and  the  facilities  for  the  study  of  Practical  Anatomy 
in  Glasgow.    (From  the  Glasgow  Journal.)  8vo. 

Glasg.  1S55 

*BucKNiLL  (J.  C,  M.D.).  An  Inquiry  into  the  proper 
Classification  and  Treatment  of  Criminal  Lunatics.  8vo. 

Lond.  1851 

Budge  (Julius).  Memoranda  der  speciellen  Physiologic 
des  Menschen.    2'"  Auflage.  12mo.  Weimm-,  1S50 

c 
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BuFFON.    Suites  a  Bulf'on. 

Insectes.    Coleopteres.    Vide  Lacordaire. 
 .    L^pidopteres.    Vide  Boisduval  ei  Gumie, 

*BuxsT  (G.,  LL.D.).  Index  to  Books  and  Papers  on  the 
Physical  Geography,  Antiquities  and  Statistics  of  India. 
8vo.  Bombay,  \Qb2 

BuREAUD-RiOFREY  (A.  M.,  M.D,).  Du  Cholera.  Moyens 
preservatifs  et  curatifs.  8vo.  Paris,  1847 

BuRNE  (J.,  M.D.).  A  Treatise  on  the  Causes  and  Conse- 
quences of  Habitual  Constipation.  8vo.  Z/0««/.  1840 

Burnett  (C,  M.D.).  Insanity  tested  by  Science,  and 
shown  to  be  a  disease  rarely  connected  with  permanent 
Organic  Lesion  of  the  Brain.  8vo.  ib.  1848 

Burnett  (W.  J.,  M.D.).    Vide  Siebold. 

Burnett  (Sir  William).    Vide  Reports  on  Cholera. 

*BuRRELL  (W.  H.,  M.D.).  Report  on  the  Plague  of  Malta. 
Vide  Reports. 

BuRSLEM  (W.  M.,  M.D.).  Pulmonary  Consumption  and 
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ADDITIONS   TO  THE  INDEX. 


ABDOMEN. 

Pendulous  :  Frankum. 
Wounds     of    the:     see  Intestinal 
Canal. 

ABORTION:  Desorraeaux,   Harris,  Kalli- 
voda,  L.  N.  L.,  J.  Murray,  Scliurigius, 
Waite,  Whitehead. 
Plates  :  Denman,  Streeter, 

ABSCESS,  Formation  of:  Hendy. 
Intra-Pelvic  :  Marchal. 

ABSORBENTS,  Structure  of  the:  Weyrich. 
Diseases  of :  Lebert. 

ACADEMY  OF  Science  at  Philadel- 
phia :  Ruschenberger. 

ACARUS  SCABIEI:  Aldoiis. 

ACCOUCHEURS  :  see  Mid-wtfery,  Man. 

ACEPHALOUS  CHILDREN:  Sandifort. 

ACER,  Botanical  Characters  of :  Lauth. 

AFRICA. 

Climate  and  Diseases  of:  Brocklesby. 

AGE,  OLD,  Diseases  and  Regimen  of :  Day. 

AIR  (Atmospheric). 

Influence  of  Vicissitudes  of:  Epps. 
Humid  :  see  Humidity. 
Vitiated  :  Stedman. 

AIR-PASSAGES. 

Diseases  of  the :  H.  Green. 
Foreign  Bodies  in  the :  Gross. 

AIX,  Mineral  Waters  of :  Despine,  Wetzlar. 
[See  Spa.] 

ALBUMINOID  SUBSTANCES,  Digestion 
of :  Mialhe. 

ALBUMINURIA :  Becquerel,  Robinson. 

ALGERIA,  Climate  of:  Francis. 

ALOPECIA:  Eble. 

AMAUROSIS:  Stevenson. 


AMERICA,  North. 

Origin  of  the  Tribes  of:  Godman,  J. 
Kennedy. 

AMPUTATION  :  Plates  :  Cocks. 

AMYLOID  SUBSTANCES,  Digestion  of: 
Mialhe. 

ANAESTHETIC  AGENTS,  Employment  of: 
Bouisson,  Brookes,  Channing,  Dunn. 

ANATOMICAL  PLATES  :  Dagoty,  Mouat, 
M.  J.  Weber. 

ANATOMY. 

History  and  Literature  of :  Goodsir, 

Heisteriis,  Hyrtl. 
Study  and  Advancement  of:  Anatomy, 

Buchanan,  Somerville. 

ANATOMY,  COMPARATIVE. 

Treatises  :  Daubenton,  Rathke,  C.  Sic- 
bold. 

Observations  on :  Muralto. 
Plates  :  Wagner. 

ANATOMY,  DESCRIPTIVE. 
Manuals  :  Holden. 
Memoirs  :  Muralto. 

ANATOMY,  PATHOLOGICAL. 

Treatises:  Jones  (and  Sieveking),  Le- 
bert, Wedl. 
Plates:  G^lt,  Lebert,  Museum. 

ANATOMY,  REGIONAL  and  SURGICAL. 
Wormald  (and  M'Whinnie). 

ANATOMY,  TRANSCENDENTAL. 
Reichert. 

ANCHYLOSIS:  Richet. 

ANEURISM  :  Arnaud,  Hager,  A.  Macaulay. 
Compression  in :  Tuft'nell. 
Axillary :  Gensoul. 

ANGINA  PECTORIS  :  J.  Ridge. 

ANIMALS,  Rarity  of  Disease  in :  Camper. 

ANTRUM,  Diseases  of  the :  Giraldes. 


4  ANT 

ANTWERP,  Siege  of:  II.  Larrey. 

ANUS,  Prolapsus  of  the :  Lepelletier. 

AORTA,  Diseases  of  the  :  Stokes. 
Ligature  of  the :  A.  Cooper. 

APENNINES,  Geology  of  the:  Brocchi. 

APHTHA :  J.  Smith. 

APOPLEXY:    Bayle,  J.    Cooke,  Dance, 
Riobe. 

APOTHECARIES,  History  of:  Philippe. 

APPARATUS  AND  BANDAGES:  Cutler. 
Starched  :  Gamgee. 
Gypsum  :  Pirogoff. 

APPARITIONS:  Hibbert. 

ARACHNITIS:  Lelut. 

ARCTIC    REGIONS,    Voyages    in    the  : 
M'Cormick. 

ARMY,  THE  BRITISH. 

In  the  East,  Personel  of:  Army. 
Ambulances :  Guthrie. 
Diseases :  Murchison. 

ARTERIES,  Injection  of  Perchloride  of  Iron 
into  :  Giraldes. 
Diseases  of  the :  Lebert,  Roux. 

ARTISANS,  Diseases  of :  Coschwitz. 

ASIA,  Birds  of :  Gould. 

ASPHYXIA:  Erichsen. 

ASTHMA,  Treatment  of:   W.  H.  Brown, 
Reece. 

ATROPHIA :  Oswald,  Wadd. 

AUSCULTATION,  Obstetrical  :  E.  Ken- 
nedy. 
Surgical  :  Kuh. 

AUSTRIA,  Medical  Institutions  of:  Wilde. 
Reptiles  of:  Laurenti. 


BANBURY,  Flora  of:  Gulhver. 

BATH,  Mineral  Waters  of:  Tunstall. 

BATHS  AND  BATHING  :  J.  Anderson. 
Vapour  and  Medicated  :  J.  Green. 

BEBEERINE,  Properties  of:  Maclagan. 

BEDFORD,  MortaUty  of  :  Barker. 

BELGIUM,  Climate  and  Diseases  of:  Coley. 
State  of  Medicine  in :  Broecks. 

BERLIN,  Medical  Statistics  of:  Wiskott. 


BRA 

BIBLE,  Diseases  mentioned  in  the:  B. 
Connor. 

BILIARY  DUCTS  :  Bils,  Rudbeck. 

BIOGRAPHY,  MEDICAL:  M^decins  An-  - 
ciens. 

BIRDS,  Skeleton  of:  Caraper. 

Natural    History  :    T.  Forster,  Le 
Vaillant. 

BLADDER,  Diseases  of:  Pitha. 

BLOOD,  Physiology  of  the :  Spurgin. 
Life  of  the :  Gamgee. 
DLfferences  of  Arterial  and  Venous :  G. 
Liebig. 

Pathology  of :  Lindsay ;  J.  Vogel. 
Accumulation  of  Air  in  the :  Cless. 

BLOOD-VESSELS,  Lesions  of:  Dupuytren. 

BOMBAY  :  Mortality  of  Bombay. 
Supply  of  Water  :  Reports. 
Medical  Education :  Reports. 

BONE,  Structure  and  Growth  :  Howship, 
Museum. 

Chemical    and    Physical    Constitution  : 

V.  Bibra,  Bishop. 
Reproduction  of :  Bishop,  Syme. 

BONES,  Diseases  of:  Bishop. 
Plates  of :  Cheselden,  Sandwort. 
Exostosis :  A.  Cooper. 
Softening :  Ekman,  Morand,  Stiebel. 
Descriptive  Anatomy  :  F.  Ward. 
Comparative :  Hermann. 
Excision  of :  Eager. 

BOTANY. 

Systematic  :  G.  BischoflF,  Poiret. 
NoMENCLATORS  :  G.  Bischoff. 
Index  of  Plates  :  Pritzel. 
Fossil  :  Beinert  (and  Goppert),  Bower- 
bank,  Brongniart,  DeCandoUe,  Golden- 
berg,  Lindley  (and  Hutton),  Museum, 
Pattison,  Sternberg,  Witham. 
[See  Fossils.] 

BOTS  of  horses  :  B.  Clark. 

BOUGIES,  Twisted :  Leroy. 

BRAIN,  ANATOMY  and  PHYSIOLOGY: 
Swan. 
Plates :  Swan. 

Comparative  Anatomy  :  Solly. 

BRAIN,  DISEASES  of  :  Rufe,  Todd. 
In  Children :  J.  Adams. 
Tonic  Treatment  of :  Searle. 
Atrophy  :  Erlenmeyer,  Sims. 
Hypertrophy  :  Sims. 
Malformation  :  Cazauvieilh. 
Ramollissement  :  Rowland,  Vogt. 
Tubercle  :  J.  Adams,  Dunn. 
Tumours  :  R.  Bright. 
INJURIES  of  the:  Brodie. 
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BREAST,  Diseases  of  the :  Tuson,  Vel- 
peau. 

Inflammation  of :  Nuun,  Rowley. 

BRIGHTON,  Mineral  Waters  :  Marcet. 

BRISTOL,  Mineral  Waters  :  Nott. 

BRONCHIAL  GLANDS,  Tubercle  of :  Ber- 
ton. 

BRONCHITIS  :  H.  Green. 
In  Children :  Fuchs. 

BRONCHOCELE  :  R.  Beck,  Inglis. 

BULAM  FEVER:  Doughty. 

BURMAH,  Climate  and  Diseases  of :  Mur- 
chison. 

BURNING,  Post-Mortem:  S.Wright. 
BUTTERFLY,  Anatomy  of  the :  Herold. 


CiESAREAN    SECTION  :  AUarton,  Fla- 
mant. 

CALCULI,  URINARY:   Camper,  Morgan 
(MS.),  Quer. 

CANCER :  Lebert,  Rennie. 
Diagnosis  of :  Hannover,  Laurence,  Le- 
bert. 

Combination  with  Tubercle :  C.  Martins. 
Chimney-Sweeper's  :  W.  Simmons. 

CARTILAGE,  Structure  :  Schumer. 

CASTRATION,  EflFects  of:  Schurigius. 

CATALEPSY:  Stark. 

CATARACT :  Gliick,  Molinari. 

CEYLON  MOSS:  Sigmond, 

CHARCOAL,  Sanitary  uses  of :  Stenhouse. 

CHELTENHAM,    Mineral    Waters  of: 
M-^Cabe. 

CHEMICAL  ANALYSIS  :  Liebig,  Noad. 

CHE.\IICAL  ATTRACTION  :  Hume. 

CHEMICAL  MANIPULATION  :  Noad. 

CHEMISTRY. 

Systems  and  Lectures:  Faraday,  llcg- 
nault. 

Application  to  Physiology  and  Pa- 
thology :  Baumes,  Becquerel  (and 
Rodier),  Funke,  Strecker. 

Organic  :  Payen. 

CHEST. 
Deformities  of  the  :  Coulson. 
Diseases  of  the :  Swett,  Wintrich. 
Wounds  of  the :  Carson. 
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CHILDREN. 

Management  and  Physical  Education 

of:  Ilerdman,  Keighley. 
Diseases  of :  Analekten,  M.  A.  Clarke, 

Ellis,    Ilerdman,    Hcyfelder,  Vanier, 

West. 

CHOLERA. 

Mode  of  Propagation:  Biyson,  Graslin, 
Snow. 

Coramunicability  to  Animals :  Lindsay. 
Treatises  and  General  Observations  : 

Barwell,  Booth,  French,  G.  Johnson, 

Macloughlin,  Pacini,  Parkes,T.  Simpson , 

Starr,  Stevens,  Twining. 
Treatment:    Auzias,   Ayre,  Bureaud- 

Riofrey,  Grady,  Reports,  Tucker. 

CHOLERA,  as  OBSERVED  in  DIFFER- 
ENT COUNTRIES. 
Austria  :  Bastler. 
Bavaria  :  Kopp. 

Great  Britain:    Michael,  Needham, 

Shapter,  Sibley,  Strang. 
In  the  Fleets:  Burnett. 
Hungary  :  Eckstein. 
India:  Corbyn,  Maxwell,  Parkas,  Stark, 

Twining. 
Ireland  :  Cholera. 
Italy  :  Marcolini,  Zecchinelli. 
Jamaica  :  Cholera,  Parkin. 
Malta:  Stilon. 
Moravia  :  Wolfstein. 
Norway  :  Cholera. 

Prussia  :  Brauser,  Cholera,  Pagenstecker, 

Riecke,  Sachs,  Vetter. 
Russia  :  Keir,  Lefevre. 
Sweden  :  Wistraud. 

■  CHOLERA,  SPORADIC:  S.Thomson. 

CHOROIDITIS  =  GLAUCOMA:  Gliick. 

CHRISTIANIA,  Chemical  Laboratory  at: 
Strecker. 

CHYLI  RECEPTACULUM  :  Monro. 

CIRCULATION,  Discovery  of  the:  Flourens. 

CIRRIPEDIA:  MacgiUivray. 
Fossil  :  Darwin. 

CIVILIZATION,    Effects    of:  Dayman, 
Muiller. 

CLERGYMAN'S    SORE  -  THROAT :  H. 
Green. 

CLIMATE,   Effects  of:  Burgess,  Francis, 
Herholdt. 

COAL-GAS,  Effects  of :  Letheby. 

COLEOPTERA  :  Lacordaire,  Mclsheimer. 

COMBE,  ANDREW,  Life  and  Coriespond- 
'         ence  :  G.  Combe. 
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COMPRESSION,    Therapeutical  Employ- 
ment of :  Kellie. 

CONSTIPATION,  Habitual  :  Burue. 

CONTAGION:  Blackburne. 

CONVICTS,  Physical  and  Moral  Condition: 
Lauvergne. 

COPALCHI  BARK:  Stark. 

CORALS  :  Guettard,  G.  Johnston. 
Fossil  :  II.  M.-Edwards  and  Haime. 

CORDA  TYMPANI :  Barbarisi. 

CORNS  AND  BUNIONS :  Ashton,  Brodie. 

CORPUS  LUTEUM:  R.  Lee,  Renaud. 

COUNTER-IRRITATION  :  Granville. 

CRANIUM,  Development  and  Relations  of: 
Hilton. 
Varying  forms  of :  Dunn. 

CRIME,  Statistics  :  Nelson. 

CROUP :  R.  Pearson. 

CRUSTACEA,     Natural    History  of: 
Adams  (and  White). 
Fossil  :   Burmeister,  H.  M.-Edwards,  T. 
R.  Jones. 

CRYPTOGAMA,  Reproduction  of:  Malthe. 

DALTON,  JOHN,  Life  and  Researches  of: 
W.  C.  Henry. 

DAVY,  HUMPHREY,  Life  of:  Paris. 

DEAD  SEA,  Expedition  to :  Lynch. 

DEATH,  Apparent,  Treatment :  Savigny. 

DEATH,  Sudden:  Granville. 

DEFORMITIES,  Treatment:  Bauer,  Hager. 

DENTITION,  Normal  and  Abnormal :  Ash- 
burner,  Jackson. 

DEVELOPMENT,  Anatomical:  V.  Cams. 

DEVON,  Climate  of :  Shapter. 

DIAGNOSIS,  PHYSICAL :  Flint,  Gunzburg, 
Skoda. 

DIAPHRAGM,  Wounds  of  the:  Kirsch- 
baum. 

DI  ATOM  ACE    :  Meneghini. 
British  :  W.  Smith. 

DICTIONARIES. 

English  Words  and  Phrases  .  Roget. 
German  :  Hilpert. 
Greek  :  Dunbar. 


EPI 

DIET  (&  ALIMENTARY  SUBSTANCES) : 
Payen,  B.  Robinson,  Valaiigin. 
During  Sickness :  Ganigee. 

DIGESTION:  Mialhe. 

DIGESTIVE  ORGANS,  Diseases:  Bam- 
berger. 

DISEASES,  Self-Limitation  of :  Bigelow. 
Chronic  :  Fourcault. 

DISLOCATIONS:  Hager. 

DISPENSARIES,      Self  -  Supporting: 
Bigsby. 

DIURETICS,  Experiments  with  :  Ranke. 

DOG,  Cerebral  Nerves  of  the  :  Plaartman. 
British  :  Caius. 

DRINKS,  Alcoholic,  Abuse  of:  Huss, 
Macnish. 

DYSENTERY,  Treatises  and  Observa- 
tions  on :    Flint,   Maxwell,  Parkes, 
Schweich. 
Benign  :  Nuttall. 


EAR,  DISEASES  of  the :  Wiide,  W.  Wright, 
Yearsley. 

Relations  of  the,  to  Throat  and  Nose : 
Yearsley. 
Surgery  of  the  :  Wilde. 

ECHINODERMATA:  E.Forbes. 
Fossil  :  E.  Forbes. 

EDENTATA:  Rapp. 

EDINBURGH,  Mortality  of:  Stark. 

EDUCATION,  PUBLIC,  in  France:  D. 
Johnstone. 

ELECTRICITY,  ANIMAL :  Bois-Reymoud. 

ELEPHANTIASIS:  Kinnis. 

EMETICS:  J.W.Arnold. 

EMPHYSEMA,  Pulmonary:  Fnchs. 

EMS,  Mineral  Waters  of :  Spengler. 

EPIDEMICS,    Nature    and    Causes  of: 
Gosse,  Parkin,  Wagner. 
Prevention  of:  J.  Bird. 

EPILEPSY  :  J.  Cooke,  Maisonneuve. 

EPITHELIOMA :  Hannover. 

EPIZOOTICS  :  Blondlet,  Brocklcsby,  Hird, 
Layard,  Litton,  Willems. 


EUP— HAS 
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EUPIIORBLACEiE,  Botauical  Characters  of : 
A.  Jiissieu. 

EYE,  Anatomy  and  .Physiology  of  the: 
Bartels,  Gensoul,  Ilerholdt,  Joslin, 
Kieser. 

New  Membrane  :  W.  Gordon. 
CoMPAaATivii :  Kieser. 
Diseases  of  the  :  Dixon,  Sichel. 
Plates :  V.  Ammou,  Demours,  Sichel. 


FAT,  Digestion  of :  Lens. 

FEMUR,  Congenital  Dislocation  of:  Car- 
uochau. 

FEVER. 

Pathology  and  Description  of :  Flint, 
R.  Hamilton,  Kirkland,  Ormerod, 
Tweedie. 

Contagion  of:  Fenwick,  Flint,  R.  Ha- 
milton. 
Epidemics  of: 

In  England :  Sandwith. 

In  Germany :  Baader,  Class. 

In  Scotland :  Wardell. 

FEVER,  JAIL  :  T.  Day. 

FEVER,  INTERMITTENT :  Maxwell. 

FEVER,  REMITTENT:  Bryce. 
Bilious  :  Bartlett. 

FEVER,  TYPHOID  :  Bartlett,  Flint. 

FEVER,  TYPHUS:  Bartlett. 

FEVER,  YELLOW:  Bartlett. 

Boa  Vista  :  G.  King,  J.  0.  M-William. 
BuLAM  :  Doughty. 

FISTULA,  VESICO-VAGINAL :  Leroy. 

FLUIDS,  ANIMAL,  Motions  of  the: 
Liebig. 

FCETUS,  Respiration  of :  J.  Miiller. 
Diseases  of :  Madge,  D.  Stewart. 

FOOD,  Chemistry  of :  Liebig. 
Adulteration  of :  Payen. 
Preservation  of :  Payen. 

FOOT,  Mechanism  of  the  :  J.  Cross. 

FORCEPS,  Employment  of :  Dufay. 

FORCES,  Correlation  of:  Carpenter,  Good- 
man, Grove. 

FOSSILS  (ORGANIC  REMAINS):  Eh- 
renberg,  E.  Forbes,  Godman,  Morris, 
Munster,  Museum,  Peale,  D.  Sliarpe, 
J.  C.  Warren.    [See  Botany-Fossil.] 

FOTHERGILL,  JOHN :  Lcttsom. 


FRACTURES :  Bishop,  Hager. 
Apparatus  for :  Gamgee,  Neville. 
CoMi'ouND  :   W.  J.  Walker. 

FRANCE.  Pala:ontology  of:    Gcoflfroy  St. 
Hilaire. 
MoUusca :  Draparnaud. 
Mineral  Waters :  Francis. 

FRONTAL  SINUSES,  Diseases  of :  Comp- 
ton  (MS.). 

FUNGI,  Esculent  :  Badham. 
Poisonous  :  Marcolini. 

FUNGOID  DISEASE:  Fritschi. 


GASTEROPODA:  Alder  (and  Hancock). 

GENERATION:  Millot. 

Diseases  of  Male  Organs  of :  Pitha. 

GEOGRAPHY,  MEDICAL:  Schweich. 

GEOLOGY  :  Bischof,  Ehrenberg,  D.  Owen. 

GERMANY,  Pateontology    of:  Dunker, 
Goldenberg. 

GLOTTIS,  (Edema  of:  H.  Green. 

GONORRHEA,  Treatment  of :  Barker. 
By  Secale  cornutum  :  Negri. 

GOUT  :   Berdoe,  Frankum,  Gairdner,  Misia- 
trus,  J.  Ridge,  Toulmin,  J.  Vogel,  Wells. 

GREAT  BRITAIN,  Medical  Visits  to :  W. 
Wagner. 

Geology  and  Paleontology  :  Bower- 
bank,  Darwin,  E.  Forbes,  Lindley  (and 
Hutton),  Morris,  D.  Sharpe. 

Mineral  Waters  :  Granville,  Scuda- 
more. 

Flora  :  Gulliver,  Morison,  Wilmer. 
Zoology. 

Birds  :  T.  Forster,  Hogg. 

Mollusca  :  Alder  (and  Hancock),  M'Gil- 
livray. 

Radiata :  E.  Forbes. 

GYMNASTICS:  Chiosso,  Roth. 
GYMNOTUS  ELECTRICUS  :  Pacini. 

HABITATIONS,  Reports  on :  Gavin,  Glover. 
HACHISCH:  Aubert. 
HAEMORRHOIDS  :  Lepelletier. 
HAIR,  Organization  of :  P.  A.  Browne. 
HASTINGS,  Climate  of:  Mackness. 
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IIEAD,  Determination  of  Blood  to  the  :  J. 
Jeffreys. 

HEART,  Weight  and  Dimensions  of  the  : 
Peacock. 
Sounds  of  the  :  Gunzburg. 
Diseases  of  the  :  Stolces. 

HEAT,  ANIMAL:    J.   Jeffreys,  Parker, 
Spencer. 

HEMIPLEGIA:   Dunn,  Todd, 

HERNIA:  Hager,  W.  Wood. 
Strangulated  :  N.  Ward. 
Operation  external  to  Sac  :  Gamgee. 
Purgatives  after :  Gamgee. 

HISTOLOGY,  PATHOLOGICAL :  Gluge, 
Lebert,  Wedl. 

HOMBURG,  Mineral  Waters  of :  Prythercb. 

IIOMffiOPATHY,  Fallacies  of:  Reeves, 
Routh.  • 

HOPE,  JAMES,  Memoirs  of:  Hope. 

HORSE,  Vomiting  in  the :  Gamgee. 

HOSPITALS,  Management  of :  Roubaud. 
British  :  Landi. 

Bethlem :  Hospital. 
French  :  Landi,  Roubaud. 

Venereal :  Cnllerier. 
Canton:  Hobson. 
Military  :  Brocklesby. 

HUMERUS,  Fracture  of  Upper  End  :  Thu- 
dichum. 

HUMIDITY:  Chavassien. 

HUNTER,  JOHN,  Life  and  Doctrines  of : 
Fletcher. 
Illness  and  Death  :  J.  Ridge. 

HYDROCEPHALUS  m  the  Adult:  Dance. 

HYDROMETER,  Tables  :  R.  M'CuUoch. 

HYDROSTATICS:  S.Williams. 

HYGIENE,  Personal  :   Hayden,  Pearce, 
Spurgin,  Valangin. 
Public  :  Barker,  Gavin,  Glover,  Grainger, 
Hatton,  Hawker,  Michael,  S.  Smith. 

HYPOCHONDRIASIS  :  Dumont. 

HYSTERIA:  Laycock. 


IDIOTS,  Brain  in  :  Macartney. 
Treatment  of :  Sagert. 


LAR 

INDIA. 

Literature  :  Buist. 
Medical  Topography  :  Irvine,  J.  Mur- 
ray, A.  Walker. 
Diseases  of:  Geddes,  C.  Gordon,  Mur- 
chison,  Parkes,  Waring. 
Native  Medicine :  Koyle. 
Sanatoriums :  Bayley. 
Vaccination :  Reports. 
Dispensaries :  Reports. 

INFLUENZA:  Most, 

INOCULATION,  Account  of:  Castro,  Wood- 
viUe. 

Controversies  on  :  Roncalli. 

INSANITY,  Treatises    and  Observa- 
tions :  Allen,  Badeley,  Burnett, Neville, 
F.  Willis. 
Histology  of  Blood  in :  Lindsay. 

[See  Mania.] 
Statistics  :  Thurnam, 
Treatment  :  Reports,  D.  Tuke. 
Medical  Jurisprudence  of:  Knaggs, 
T.  Mayo,  F.  Winslow. 

INSTRUMENTS,  SURGICAL,  of  the  An- 
cients :  Vulpes. 

INTERMENT  in  Towns :  Hale. 

INTESTINAL    CANAL,   Juices  of  the  : 
Zander. 
Diseases  of  the  :  Kappeler. 
Internal  Obstruction  of :  J.  Ridge. 
Wounds  of:  Gross. 

INVERTEBRATA :  C.  Siebold, 

IONIAN  ISLANDS,  Topography  :  J.  Davy. 

IRELAND,  Status  of  Disease  in :  Wilde. 

IRITIS:  Travers. 

ISCHL,  Mineral  Waters  of :  Polak. 


JURISPRUDENCE,  MEDICAL:  Baynes, 
M'Coy,  TraiU. 


KISSINGEN,  Mineral  Waters  of:  Balling, 
Wendt. 

KNEE-JOINT,  Rupture  of  Crucial  Liga- 
ments :  Stark. 


LANGUAGE,  Origin  of :  Lang,  Roser. 

LARYNX,  Comparative  Anatomy  of :  Tour- 
tual. 

Diseases  :  H.  Green. 
Polypi  of :  II.  Green. 


LEE 

LEECH,  Natural  History  and  Management 
of ;  Derheiras,  Hudson. 

LEPIDOPTERA :  Duponchel. 

LEPRA,  of  the  Middle  Ages  :  Shapter. 

LEVANT,  Diseases  of  the  :  Bryce,  Schulhof. 

LICHENS,  Dyeing  Properties  of:  Lindsay. 

LIFE,  Phenomena  of:  Aristotle  (Collier). 

LIGAMENTS,  Description  of  the  :  Milton. 

LIGHT,  POLARIZATION  of :  Pereira. 

LINCOLN'S  INN :  Spilsbury. 

LITHOTOMY,  History  of:  Baseilhac. 
Treatises  and  Observations  :  Allarton, 
Shaw,  W.  Simmons. 

LITHOTRITY  compared  with  Lithotomy  : 
Coulson,  Skey. 
Combined  with  Electricity  :  G.  Robinson. 

LIVER,  Structure  of :  LerebouUet. 
Diseases  of  the  :  Mills. 
In  Hot  Climates  :  Parkes,  Waring. 
Fatty :  Lereboullet. 

LOBELIA  INFLATA:  Reece. 

LOCOMOTION,  Mechanism  of :  J.  Cross. 

LOGIC  (Medical)  :  Oesterlen. 

LUMBAGO,  Treatment  of :  Day. 

LUMINOSITY,  ANIMAL :  Ehrenberg, 
Marsh. 

LUNATIC  ASYLUMS  (and  CARE  of 
LUNATICS):  R.  G.  HiU,  Prichard, 
Reports,  Thurnam,  Tuke. 

LUNATICS,  CRIMINAL,  Care  of:  Buck- 
nill.  Hood. 


MALARIA,  Condition  of  the  Spleen  as  a 
Test  of :  Dempster. 

MALTA,  Account  of :  J.  Davy. 

MAMMALIA,  Classification  of:  Girard. 
Constants  of:  Babbage. 

MANIA,  RELIGIOUS  :  Bingham. 

MATERIA  MEDICA  :  Ballard,  Spielmann. 

MATICO,  Properties  of :  T.  Jeffreys. 

MECHANICS :   S.  Williams. 

MEDICAL   PRACTITIONERS,  Organiza- 
tion and  Condition  of :  F.  Clarke. 
Effect  of  CiviHzation  on  :  Dayman. 
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MEDICAL  SCHOOLS,  Collegiate  System 
in :  North. 
Description  of  European  :  Santesson. 

MEDICINAL    SUBSTANCES,   Mode  of 
Action  of:  Headland. 

MEDICINE,  History  of  :  Neergaard. 
Principles  and  Doctrines  of :  Paine, 
S.  Palmer,  Rolando  (and  Martini),  J. 
Simon,  Virchow. 

Relations  to  Surgery  :  Macilwain. 
Practice  of :  Shebbeare,  Storck,  Valleix, 
Virchow. 

Manuals  :  Hooper,  R.  Johnson. 
Clinical  Observations  :  Auvert,  Hey- 

felder,  Remak,  Sandwith. 
Popular :  Keighley. 

MERCURY,  Employment  of :  L**. 
Affections  induced  by  :  Dieterich. 
Strangury :  Agustini. 
Effects  on  the  Ear  :  W.  Wright. 

MESMERISM:  Newnham. 

METAMORPHOSIS  (Organic):  Ranke. 

METATARSUS,  Luxation  of:  TuffneU. 

METEOROLOGICAL    OBSERVATIONS : 
'Dalton,  Dove,  Meteorology. 

MICROSCOPE,  Employment  and  Results  of 
the  :  Beale,  Hogg,  Pereira,  Schacht. 

MIDWIFERY,  History  of:  Malins,  E.  Sie- 
bold. 

Treatises  on  :  Cazeaux,  Conquest,  Dease, 
Mesnard. 

MILITARY    AND    NAVAL  HYGIENE: 
Brocklesby,  Montolivo. 

MIND,   SOUNDNESS   of:    Haslam,  T 
Mayo. 

Agency  of  Matter  on  the  :  Badeley,  Brodie. 

MOLLUSCA,  Plates  of  the:  Alder  (and 
Hancock). 
Fossil  :  D.  Sharpe,  S.  V.  Wood, 

MONSEY  (Dr.),  Life  of:  Monsey. 

MONSTERS,  Anidian:  Gamgee. 

MORPHOLOGY,  Animal  :  V.  Carus. 
Vegetable  :  Braun,  A.  St.  Hilaire. 

MORTALITY,  Statistics  of :  Farren. 

MYRMECOPHAGA,  Blood-Corpuscles  of: 
Gulliver. 


NAILS,  In-growing:  Ashton. 
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NATURAL    HISTORY,     Literature  of: 
Girard. 
Observations  on :  Cavolini. 

NERVES,  the  Fifth  and  Seventh  Pairs: 
Negri. 

NERVOUS  SYSTEM,  Affections  and 
Diseases  of  the :  Allnatt,  Griffin, 
Hager,  Laycock,  E.  Lee,  Todd. 

NEURALGIA :  Hunt,  TurnbuU. 

NEW  ORLEANS,  Vital  Statistics  :  Stark. 

NIGHT,  Effects  of,  on  Disease  :  Nuit. 

NOMENCLATURE,  New  Medical:  Di- 
pietra-Leone. 

NORWAY,  Vital  Statistics  of :  Hoist. 

NO  SE ,  Polypi  of :  Wbateley. 

OIL,  Cod-Liver  :  J.  H.  Bennett. 
OPHTHALMIA,  Purulent  :  Julliard. 
OPIUM,  Abuse  of :  De  Quincy. 
OVARIOTOMY:  Walne. 
OVARY :  see  Corpus  Lutsum. 

OX,  Tongue,  Larynx  and  Pharynx  of  the : 
Gamgee. 

PARACUSIS:  Dann. 

PARALYSIS  :  J.  Cooke,  Day,  Todd. 
Congenital  :  Cazauvieilh. 

PARAPLEGIA:  Heine. 

PARTURITION,  Impeded:  Maygrier,  Tons- 
saint. 

PELVIS,  Deformity  of, from  Diseased  Joints: 
Gurlt. 

PENIS,  Corpus  Cavernosum  of:  Kolliker. 

PERCUSSION:  Kuh. 

PERINEUM,  Laceration  of:  J.  C.  Douglas. 

PERITONITIS,  Friction  Vibrations  in: 
Spittal. 

PERTUSSIS:  Hewitt. 

PHARMACOP(EIAS,  Hospital  :  Northcote. 

PHARYNX,  Comparative  Anatomy  of  the : 
Tourtual. 

PHELLANDRIUM  AQUATICUM :  Ern- 
stingius. 
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PHLEBITIS:  Griinfeld, 

PHTHISIS  PULMONALIS  :  Ancell,  Burs- 
lem,  Foureault,  T.  Thompson. 
Treatment  by  Ceylon  Moss :  Sigmond. 
By  Endosmosis  :  W.  II.  Brown. 

PHYSIOLOGY,  Treatises  and  Observations : 
Daly,  Budge,  Paine,  Platerus,  Rush. 
Comparative  :  Duges. 

PLAGUE  (The)  :  Aubert. 
Of  Egypt:  Clot-Bey. 
Of  Greece :  Gosse. 
Of  India :  F.  Forbes. 
Of  Italy:  Hecker. 
Of  Malta:  Burrell. 
Of  Marseilles :  Bertrand. 
Of  Persia :  Maxwell. 

Of  Turkey  (Russian  Army  in)  :  Czetyrkin. 

PLANACERA  ELLIPTICA :  Girard. 

PLANTS,    Microscopical     Anatomy    of : 
Schacht. 

Generation  and  Development  of :  Braun, 
A.  St.  Hilaire. 

PLASTIC  SURGERY:  Roux. 

PLEURITIS:  Flint. 

POISONS:  Falck. 

In  Relation  to  Legal  Medicine  :  O'Shaugh- 
nessy. 

Morbid  Animal  :  Virchow. 
POLYNESIA,  Researches  in  :  Ellis. 

PREGNANCY,    Diagnosis    of:  Gardien, 
E.  Kennedy. 
Spurious  :  Capuron. 

PRESCRIBING  (ART  of)  :  Mialhe. 

PRISONS,  Discipline  of:  Hoist,  Lauvergne. 
Indian  :  Reports. 

PROGNOSIS  :  Diocles  Carystus. 

PROSTATE    GLAND,    Enlargement  of: 
Courtenay. 

PROTOCOCCUS  PLUVIALIS  :  Cohn, 

PSEUDOSYPHILIS :  R.  Hamilton. 

PSYCHOLOGY  :  Brodie,  Dendy,  Dunn. 

PUBIS,  Section  of  Symphysis  of :  Deman- 
geon. 

PUERPERAL  FEVER:  Heymer,  Hulme. 
PULSE :  see  Sphygmometer. 
PURULENT  INFECTION:  Gamgee. 


QUA— SWI 


11 


QUARAiSrriNE,  Question  of:  J.  Davy,  F. 
Forbes. 

QUININE,  SULPHATE  of:  Pelletier  (and 
Caventou). 


RACHITIS  :  Stiebel,  Trnka. 

RADIUS,  Dislocation  of:  Stark. 

RECTUM,  Diseases  of  the  :  Ashton,  Dupuy- 
tren,  Quain. 
Malformations :  Ashton. 

REPTILES,  Saurian.    Pelvis  of:  Gorski. 
Fossil  :  Bronn  (and  Kaup),  H.  v.  Meyer, 
Geoffrey  St.  Hilaire. 

RESPIRATION,  Statics  of:  J.  Jeffreys, 
Sibson. 

REVOLUTION  (French,  of  July):  H. 
Larrey. 

RHEUMATISM  :  Alderson,  J.  Vogel. 

RUDOLPHI  (C.  A.),  Commemoration  of: 
J.  MuUer. 


SCARLATINA  :  Blackburne. 
Epidemics  of :  H.  Kennedy. 

SCHWALBACH,  Mineral  Waters  of:  Fenner. 

SCIATICA :  Day,  Hunt. 

SCORBUTUS:  Ritchie. 

SCOTLAND,  Sanitary  Condition  of:  Report, 
Stark,  Strang. 
Vital  Statistics  of :  Stark. 

SCROFULA :    Ancell,  Maxfield,  Rennie, 
Scharlau,  W.  T.  Smith. 

SEA,  Luminosity  of:  Ehrenberg. 

SEA  WATER,  Employment  of :  J.  Anderson. 

SECALE  CORNUTUM,  Therapeutical  Em- 
ployment of:  Negri. 

SEDENTARY  LIFE,  Diseases  of:  Pearce. 

SENSATION,  Laws  and  Phenomena  of: 
Condillac. 

SEX,  Influence  of  Parents  on  the :  Buzar- 
eingues. 

SIERRA  LEONE,  Diseases  of :  Bryson. 

SKIN,  Muscles  of  the  :  Eylandt. 

Functions  of  the  :  Fourcault,  Markwick. 
Models  of  t)iseases  of  the  :  Habershon. 


SLEEP,  Nature  of :  Binns,  Fowler,  Macnish, 
Pinkerton. 

SMITH,  J.  E.,  Memoirs  and  Correspondence 
of :  Smith. 

SPAIN,  Climate  of:  Francis. 

SPECULUM  UTERI:  Mitchell. 

SPERMATORRHEA :  Milton. 

SPHYGMOMETER :  Herisson. 

SPINAL    CORD,    DISEASES    of  the: 
Griffin,  Hutin. 
TuDERCLK :  Eager. 
Softening  :  Vogt. 

SPINAL  IRRITATION  :  Griffin,  Laycock. 

SPINE,  Distortion  of  tlie  :  Brodhurst, 
Coles,  Coulson,  Duffin. 

SPINES,  Structure  of :  Bocker. 

SPLEEN,   Structure   and    Functions  of: 
Gray,  Hlasek. 

SPONGIO-PILINE  :  Markwick. 

STAFFORDSHIRE,   Natural   History  of: 
Garner. 

STATISTICS,  VITAL   and  MEDICAL: 
Duncan,  Gavarret,  Nelson,  Stark. 

STEREOSCOPE:  Smee. 

STERILITY:  Whitehead. 

STOMACH,  Tonic  Treatment  of  Diseases 
of  the :  Searle. 

STRABISMUS :  Holthouse. 

Tenotomy  in:  Duffin,  Holthouse,  Lizars, 
Mackenzie. 

SUFFOCATION  :  S.  Wright. 

SUGAR,  Digestion  of:  Mialhe. 

SUICIDE,  Statistics  of:  Heyfelder. 

SUPRA-RENAL  CAPSULES,  Diseases  of 
the :  xVddison. 

SURGERY,  Progress  of:  H.  Smith. 
Practical  :    Auvert,  Bruns,  Erichsen, 
Hager,  Pirogoff,  Sandwith,  Wardrop. 
Tables  illustrative  of :  Poland. 

SURGERY,  MILITARY:  Stromeyer. 

SWANSEA,  MortaUty  of:  .Michael. 

SWEATING    SICKNESS,    Collection  of 
Writers  on :  Gruner. 

SWITZERLAND,  Travels  in  :  J.  Forbes. 


SYN— zoo 


SYNCOPE  :  S.  Wright. 

SYPHILIS,  History:  Syphilis, 

Treatises  and  Observations  :  Boeclt, 

Capivaccius,  Egan,  Miklositza,  Parker, 

llatier,  Simon,  J/H.  Smyth,'Vacca,'Wall. 
Inoculation  of :  Egan,  Miklositza. 

Preservative :  Boeck. 
Treatment  of :  Ghini. 

By  Opium :  Pasta. 

SYPHILISATION :  see  Inoculation,  Pre- 
servative. 


TEETH,  Chemical  Composition  of :  V.  Bibra. 
Diseases  and  Operations  :  J.  Robinson. 

TEMPERATURE,  Distribution  of:  Dove. 

TESTIS,  Descent  of  the :  Heiberg. 
Diseases  of  the  :  Harvey  (MS.). 
Ossification  of :  Gamgee. 

THERAPEUTICS:  Ballard. 

THROAT-DEAFNESS :  Yearsley. 

TIC  DOULOUREUX:  Allnatt,  Hunt. 

TONGUE,  Indications  from  the  :  B.  Ridge. 

TORBANE-HILL  MINERAL:  Quekett. 

TOURS  AND  TOURAINE :  Holdsworth. 

TUBERCULOSIS:  Ancell. 

TUMOURS  :  Hager,  Macilwain. 

TURKEY,  Travels  in :  J.  Davy. 
Diseases  of :  Schulhof. 

TYMPANUM,  Physiology  of:  Pilcher. 
Artificial  :  Yearsley. 


ULCERS,  Description  and  Treatment  of: 
Critchett,  Gay,  Maxfield. 
Varicose  :  Star  tin. 
Malignant  Conjagious  :  Litle. 

UNITED  STATES. 
Natural  History  of. 
Bibliography :  Girard. 
Reptiles  :  Baird  and  Girard. 
Fish  :  Baird  and  Girard. 
Coleoptera :  Melsheimer. 
Astaci :  Girard. 
Geology  and  Palaeontology  of:  Foster, 
D.  Owen. 

URETHRA,  Diseases  of  the:   Bryan,  H. 
Thompson. 

URSUS  LONGIROSTRIS  :  Tiedemann. 


UTERUS,  Muscles  of  the  :  Schwartz. 

UTERUS,  DISEASES  of  the. 

Relation  of,  to  the  Liver :  Lane. 
Malignant  :  R.  Lee,  Meissner. 
Inflammation  and  Ulceration  :  Ellis, 

West. 

Polypus  :  Barnes,  Gensoul,  R.  Lee. 
Prolapsus:  Meissner. 
Rui'TuaE :  Nevermann. 
Tumours  :  Kumner,  R.  Lee. 

UTERUS,  THE  GRAVID. 
View  of  the  :  Jenty. 

UVA  URSI,  Medicinal  Uses  of:  Qucr. 


VACCINIA  (and  VACCINATION)  :  Mer- 
riman,  Nittinger,  W.  Rogers. 
Identity  with  Variola :  Badcock. 

VAGINA,  Muscles  of  the :  Schwartz. 

VARIOLA:  Debaux. 

VEINS,  Diseases  of  the  :  Lebert. 

VEINS  (VARICOSE):  Startin. 

VENTILATION  (and WARMING) :  Amott, 
C.  Richardson. 

VIENNA,  Medical  School    of:  Hecker, 
Wilde. 

VIRGINITY,  Signs  of:  Hecquet. 
VOMITING :  J.  W.  Arnold. 


WALKER,  JOHN,  Life  of :  Epps. 

WARDIAN  CASES  :  S.  H.  Ward. 

WOMEN,  DISEASES  of:  Laycock,  Meiss- 
ner. 

WORMS,  INTESTINAL:  Diesing. 
WOUNDS:  Hager. 

WOUNDS,   GUN-SHOT:    B.  Beck,  Es- 
march,  Niese,  G.  Simon. 


YOUNG,  THOMAS,  Life  of:  Peacock. 


ZOOLOGY,  Medical:  Brandt  and  Ratze- 
burg. 

ZOOPHYTES :  Meueghini,  Pallas. 


